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Operation by U. S. Naval doctors aboard ship. (Official U. S. Navy Photograph) 


A scene in an operating room at Rochester General Hospital, Rochester, N. Y. 
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Televised Surgery at Creighton Memorial St. Joseph Hospital, Omaha, Nebraska. 
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Televised Surgery at Creighton Memorial St. Joseph Hospital, 
Omaha, МеБга she 


new Georgetown University Hospital at Wash 
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